
The Commonwealth of Massachusetts 

Executive Office of Health and Human Services 
Department of Public Health 
William A. Hinton State Laboratory Institute 
305 South Street, Jamaica Plain, MA 02130 


DEVAL L. PATRICK 
GOVERNOR 

TIMOTHY P. MURRAY 
LIEUTENANT GOVERNOR 

JUDYANN BIGBY, MD 
SECRETARY 

JOHN AUERBACH 
COMMISSIONER 


4/27/12 


Jill MacDonald 
Assistant District Attorney 
Middlesex County 

Dear ADA MacDonald: 


Enclosed is the analytical in formation you requested in regards to laboratory certificate numbers 

Included are copies of the following: 


1) Laboratory Drug Receipt 

2) Laboratory Control Cards with chemists’ hand notations 

3) Analysis Reporting Forms with chemist’s hand notations 

4) Gas Chromatograph/Mass Spectrometer (GC/MS) analytical data 


All preliminary tests on these samples were performed by Daniel Renezkowski and the GC/MS 
analyses of these items were performed by Kate Corbett. 


If you have any questions about this material, please call the laboratory at 617-983-6622. 


Sincerely, 

Daniel Renezkowski 
Chemist II 

DPH Forensic Drug Analysis Laboratory 


cc: KAC 


Corbett email PRR 015255 






PLEASE PRINT CLEARLY OR TYPE ALL INFORMATION 


Boston Drug Laboratory 
Tel (617) 983-6622 
Fax (617) 983-6625 

Boston Hours 

8 : 00 - 11:00 
2 


The Commonwealth of Massachusetts 

Executive Office of Health and Human Services 
Department of Public Health 
State Laboratory Institute 


DRUG RECEIPT 


Amherst Drug Laboratory 
Tel (413) 545-2601 
Fax (413) 545-2608 

Amherst Hours 

9 : 00 - 12:00 



To be completed by Submitter 
Description of Items Submitted 


To be completed by Lab Personnel 
Gross Weight Lab Number 


l f* /. f/iTq y fU h i f d P* d <L C 


42 ft j $c;&. S' AU A i f-e. fsoJCl e./' 










City: Waltham Police Dept. 


Date Analyzed: 


: j 


f f 

C' 


v 




Officer: P.O. MICHAEL PRATT 
Def: 

Amount: 

No. Cont: 1 Cont: pb 

Date Rec’d: 07/23/2008 
Gross Wt.; 3.66 


Prelim: Findings: 


Subst SUB 


No. Analyzed: 
Net Weight: 
# Tests: 




No. 

City: Waltham Police Dept, 


Date Analyzed: 




Officer: P.O. MICHAEL PRATT 



Amount: 

No. Cont: 2 Cont: pb 

Date Rec’d: 07/23/2008 
Gross Wt.: 3.52 

Pretim: Findings: 


Subst: SUB 


No. Analyzed: | 

Net Weight: ^ 3 ^ 


# Tests: 






f)(( 3 
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DRUG POWDER ANALYSIS FORM 



PHYSICAL DESCRIPTION: 

COK.’+S. pDcOci^Yy 

n o^e dear Pa. 


Gross Wt { ): 


Gross Wt { ): 

Pkg. Wt: 
Net Wt: 


L2H2ks 

(. 031 2 (/ 
a • ^(i< ( i 



PRELIMINARY TEST RESULTS 

GC/MS CONFIRMATORY TEST 

RESULTS (doCc^n^- 

RESULTS 

<d O Ca P a (P 

DATE J3' 3 '0°1 

MS 



OPERATOR 


DATE 




Revised 7/2005 
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PHYSICAL DESCRIPTION: 


ptHOciefy Sob'S'^a^cC 
( /'n 3 Cl CaC V&'s. 


Gross Wt ( P) 
Gross Wt ( I ) 
Pkg. Wt: 
Net Wt: 


/. o~7 ru 

O. SU°u 
d- (1 

Q.mAO', 



DATE J- H-n 



















Area Percent / Library Search Report 


Information from 
File Name : 
Operator : 
Date Acquired : 
Sample Name : 
Submitted by : 
Vial Number : 
AcquisitionMeth; 
Integrator : 


Data File: 

F:\Q1-2009\SYSTEM7\02_02_09\641275.D 

KAC 

3 Feb 2009 19:43 

BLANK 

1 

DRUGS . M 
RTE 


v r-f 1 v 



Abundance TIC: 64127~5.bVdata.ms 



Ret. Time 


Area Area % Ratio % 


***N0 INTEGRATED PEAKS*** 


641275.D 


Fri Apr 27 11:44:50 2012 


Page l 
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Area Percent / Library Search Report 


Information from Data File: 

File Name : F:\Q1-2009\SYSTEM7\02_02_09\641276.D 

Operator : KAC 

Date Acquired : 3 Feb 2009 19:56 

Sample Name : COCAINE STD 

Submitted by : 

Vial Number : 76 

AcquisitionMeth: DRUGS.M 
Integrator : RTE 


Abundance TIC: 641276.D\daia ms 


800000 
600000 
400000 
200000 
0 

Tlme-> 2.00 2,60 3.00 3.50 4.00 4.50 5.00 5.50 6.00 6.50 7.00 7.50 8.00 8.50 9.00 9.50 


Ret, Time 

Area 

Area % 

Ratio % 

4.574 

955017 

100.00 

100.00 


641276.D Fri Apr 27 11:44:54 2012 Page 1 
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Area Percent / Library Search Report 


Information from Data File: 

File Name : F:\Q1-2009\SYSTEM7\02_02_09\641276.D 

Operator : KAC 

Date Acquired : 3 Feb 2009 19:56 

Sample Name : COCAINE STD 

Submitted by : 

Vial Number : 76 

AcquisitionMeth: DRUGS.M 
Integrator : RTE 


Search Libraries: C:\Database\SLI.L Minimum Quality: 80 

C:\Database\NIST05a.L Minimum Quality: 80 

C:\Database\PMW_TOX2.L 


PK# 

RT 

Library/ID 

CAS# 

Qual 

1 

4.57 

C:\Database\SLl.L 





COCAINE 

000050-36-2 

99 



COCAINE 

000050-36-2 

99 



COCAINE 

000050-36-2 

99 


Abundance Average of 4.543 to 4.696 min.: 641276.D\data.ms (-) 



Abundance #29: COCAINE 



641276.D Fri Apr 27 11:44:55 2012 Page 2 
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Area Percent / Library Search Report 


Information from Data File: 

File Name 

F:\Q1-2009\SYSTEM7\02 02 09\641292.D 

Operator 

KAC 

Date Acquired 

3 Feb 2009 23:19 

Sample Name 

BLANK 

Submitted by 

DJR 

Vial Number 

2 

AcquisitionMeth 

DRUGS.M 

Integrator 

RTE 


Abundance TIC: 641292.D\data.ms 



Ret. Time 


Area Area % Ratio % 


* **N0 INTEGRATED PEAKS*** 


641292.D Fri Apr 27 11:45:16 2012 


Page 1 
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Area Percent / Library Search Report 


Information from Data File: 


File Name 
Operator 
Date Acquired 
Sample Name 
Submitted by 
Vial Number 
AcquisitionMeth 
Integrator 


F: \Q1-20 09\SYSTEM7\02__02__09\6412 93 .D 
KAC 

3 Feb 2009 23:32 


DJR 
93 

DRUGS.M 
RTE 


Abundance TIC: 641293.D\data.ms 

eoooool 4 4 69 


400000 


200000 ' 


0• Vju - u -T-T ^u - u -ur- T - yu -Tn-T-YU-T-^T-] \ I T " T’| 4 t I I I I n I \ > , ■ | .. r . | .- T . T . T ..,.. p .. T . T --,--|.- r - T - T -- r -- | -- r T -- r -- r -|- u I I > | I I I I | I } I I I I < I I 

Time~> 2.00 2.50 3.00 3.50 4.00 4,50 5.00 5.50 6.00 6.50 7,00 7,50 8.00 8.50 9 00 9.60 


Ret. Time 

Area 

Area % 

Ratio % 

4.569 

563024 

100.00 

100.00 


641293.D Fri Apr 27 11:45:21 2012 


Page l 
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Area Percent / Library Search Report 


Information from Data File: 

File Name : F:\Q1-2009\SYSTEM7\02_Q2_09\641293.D 

Operator : KAC 

Date Acquired : 3Feb2009 23:32 

Sample Name : 

Submitted by : DJR 
Vial Number : 93 

AcquisitionMeth: DRUGS.M 
Integrator : RTE 


Search Libraries: C:\Database\SLI.L Minimum Quality: 80 

C:\Database\NIST05a.L Minimum Quality: 80 

C:\Database\PMW_TOX2.L 

PK# RT Library/ID CAS# Qual 


1 4.57 C:\Database\SLl.L 


COCAINE 

000050-36-2 

99 

COCAINE 

000050-36-2 

99 

COCAINE 

000050-36-2 

99 


Abundance Average of 4.537 to 4.691 min.: 641293.D\data.ms (-) 



641293.D Fri Apr 27 11:45:21 2012 Page 2 
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Area Percent / Library Search Report 


Information from Data File: 


File Name 
Operator 
Date Acquired 
Sample Name 
Submitted by 
Vial Number 
AcquisitionMeth 
Integrator 


F:\Q1-2009\SYSTEM7\02_02_09\641294.D 

KAC 

3 Feb 2009 23:45 

BLANK 
DJR 
2 

DRUGS.M 
RTE 


Abundance TIC: 641294.D\data.ms 



Ret. Time Area Area % Ratio % 


***NO INTEGRATED PEAKS*** 


641294.D Fri Apr 27 11:45:35 2012 


Page l 
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Area Percent / Library Search Report 


Information from Data File: 


File Name 
Operator 
Date Acquired 
Sample Name 
Submitted by 
Vial Number 
AcquisitionMeth 
Integrator 


F:\Q1-2009\SYSTEM7\02_02_09\641295.D 

KAC 

3 Feb 2009 23:57 


DJR 
95 

DRUGS.M 
RTE 


Abundance 
800000 

600000 

400000 

200000 

J 2.785 || 

0 L r "p -ri r t rt'rrPrT ^TTT r 7 V T ‘ | T i i i l r t i l |i i l i| i t ' i i| T ' rT l j l l M | t > M [ M l l j i ) | i i t t | r'T~r t | t l l l 

Time-> 2.00 2.50 3.00 3,50 4.00 4.50 5.00 5.50 6.00 6.50 7.00 7.50 8.00 8.50 9.00 9.50 


TiC: 641295,D\data.ms 

4.569 


Ret. Time 

Area 

Area % 

Ratio % 

2.785 

259183 

24.52 

32.48 

4,569 

797879 

75.48 

100.00 


641295 .D 


Fri Apr 27 11:45:38 2012 


Page 1 
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Area Percent / Library Search Report 


Information from Data File: 


File Name 
Operator 
Date Acquired 
Sample Name 
Submitted by 
Vial Number 
AcquisitionMeth 
Integrator 


F:\Q1-2009\SYSTEM7\02_02_09\641295.D 

KAC 

^^e^ 2009 23:57 

DJR 

95 

DRUGS,M 
RTE 


Search Libraries: C:\Database\SLI.L Minimum Quality: 80 

C:\Database\NIST05a.L Minimum Quality: 80 

C:\Database\PMW T0X2.L 


PK# RT Library/ID 


CAS# Qual 


2.78 C:\Database\PMW__T0X2.L 
Myristic acid 
Valproic acid 
Pholcodine-M 3TMS 


000544-63-8 2 
000099-66-1 2 
000000 - 00-0 1 


Abundance 

80 

60) 

40 

20 

Oh 


70 


Average of 2.356 to 3.018 min.: 641295.D\data.ms {-) 


60 


43 

I 


t 5 A 


102 


91 


131 144 


n ~ 








■j 1 


m/z-> 40 50 60 70 80 90 100 110 120 130 140 150 160 170 180 190 200 210 220 230 

Abundance #1140: Myristic acid P1035 


60 70 


80 

60 

40 

20 

0 


129 


83 


97 


115 


185 


143 


171 


m/z~> 


r-r-p 


n T 


T rl ' ,_ n 


rp- 


228 


n 1 


iTV| r ri"i tt i i t ti-et 


40 50 60 70 80 90 100 110 120 130 140 150 160 170 180 190 200 210 220 230 


641295.D Fri Apr 27 11:45:39 2012 


Page 2 
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Area Percent / Library Search Report 


Information from Data File: 

File Name : F:\Q1-2009\SYSTEM7\02_02_09\641295.D 

Operator : KAC 

Date Acquired : 3 Feb 200 9 23:57 

Sample Name : 

Submitted by : DJR 
Vial Number : 95 

AcquisitionMeth: DRUGS.M 
Integrator : RTE 


Search Libraries: C:\Database\SLI.L Minimum Quality: 80 

C:\Database\NIST05a.L Minimum Quality: 80 

C:\Database\PMW_TOX2.L 


PK# 

RT 

Library/ID 

CAS# 

Qual 

2 

4.57 

C:\Database\SLI.L 





COCAINE 

000050-36-2 

99 



COCAINE 

000050-36-2 

99 



COCAINE 

000050-36-2 

99 



641295.D Fri Apr 27 11:45:40 2012 Page 3 
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Area Percent / Library Search Report 


Information from 
Pile Name : 
Operator : 
Date Acquired : 
Sample Name : 
Submitted by : 
Vial Number : 
AcquisitionMeth: 
Integrator : 


Data File: 

F: \Q1-2009\SYSTEM7\02_02__09\640923 .D 
KAC 

4 Feb 2009 1:39 

BLANK 
DJR 
2 

DRUGS . M 
RTE 


Abundance TIC: 640923.DWala.rns 



Ret. Time 


Area Area % Ratio % 


* * *N0 INTEGRATED PEAKS*** 


640923.D Fri Apr 27 11:46:04 2012 


Page 1 


Corbett email PRR 015270 




Area Percent / Library Search Report 


Information from Data File: 


File Name 
Operator 
Date Acquired 
Sample Name 
Submitted by 
Vial Number 
AcquisitionMeth 
Integrator 


F: \Q1-2009\SYSTEM7\02__02__09\640924 ,D 
KAO 

4 Feb 2009 1:52 

COCAINE STD 
DJR 
76 

DRUGS.M 
RTE 


Abundance TfC: 640924.D\data.ms 

800000 
800000 
4000001 
200000 
0 

Time~> 2.00 2.50 3.00 3.50 4.00 4.50 5.00 5.50 6.00 6.50 7.00 7.50 8.00 8.50 9.00 9.50 


Ret, Time 

Area 

Area % 

Ratio % 

4.569 

919575 

100.00 

100.00 


4.569 


640924.D Fri Apr 27 11:46:08 2012 


Page 1 
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Area Percent / Library Search Report 


Information from Data File: 


File Name 

F:\Q1-2009\SYSTEM7\02 02 

09\640924 .D 

Operator 

KAC 


Date Acquired 

4 Feb 2009 1:52 


Sample Name 

COCAINE STD 


Submitted by 

DJR 


Vial Number 

76 


AcquisitionMeth 

DRUGS.M 


Integrator 

RTE 


Search Libraries: C:\Database\SLI.L 

Minimum Quality: 80 


C:\Database\NIST05a.L 

C:\Database\PMW_TOX2 .L 

Minimum Quality: 80 

PKjf RT 

Library/ID 

CAS if Qual 

1 4.57 C 

:\Database\SLl.L 

COCAINE 

000050-36-2 99 


COCAINE 

000050-36-2 99 


COCAINE 

000050-36-2 99 


Abundance 


80 


60 

40 

20 


42 




40 


,55 


68 


ah 


Average of 4.532 to 4.691 min.: 640924.D\data.ms (-) 
182 


94 


105 


122 


135 166 




198 


208 222 


272 

244 259 , 288 


303 


60 


80 


100 


~r 




120 140 160 180 200 220 240 260 280 300 


Abundance 

80 

60 


% 


#29: COCAINE 


182 


40 


20 


42 


55 68 




40 


60 


94 




80 


105 


122 

r J fV, 

120 


135 ^2 166 


198 


214 


100 


“T 1 "' 

140 160 180 200 220 


244 259 

n T rTr, T r 

240 260 


272 


280 


303 

' i r 

300 


640924 .D 


Fri Apr 27 11:46:08 2012 


Page 2 
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